M4, ALLENITE 34 PIECE 
Aime INTERCHANGEABLE 
ned SOC 


3/16” up to 7/16”; 4-screwdrivers, 

one phillips head; 1-interchangeable 

shaft handle; 1-3” extender; 18-open 

end box ignition wrenches, from 1/8” 
up to 2”; 1-plastic case. 


